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jSTAT 


Give lae prlcee oo. the foUowlxxg caa|p09aBent8 of BR SurveiUaxiee System: 


a* 

h. 

c. 

d. 

e. 

f. 


OBraera lexm 

f^cules tripod 

Hload Battery Pewrer Supply 

I Cbarser) cost p«r ceXX, maBber used, cost to fabricate. 
UIA-2 Trigger Device 
Basic camera and aceesscries 


STAT 


mi 


8ls 

20 inch telephoto F/^.6 

$ 320.00 


i 


a# 

2h inch teXiphoto f/^.6 

900.00 


j 


as 

30 inch telephoto f/3.6 

975.00 




bs 

Hercules txipod & case (modified} 

510.00 


I 


c. 

per cell 


$ 20.00 

STAT 

Os 

Humber of cells (3S) 




Cs 

Cost to fabricate 

4,620.00 


STAT 

Cs 

Subsepient units 


1,040.00 


e# 

Cost of lflLS«2 (first \uiit) 

2,553.00 




f. 

Basic camera 

14,700.00 




fa 

Accessories 

6 , 500.00 




TCm QfMS 

1 31,078.00 




STAT 


1 
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